QUA RIVER INDIAN COMMUNITY 



DEPARTMENT OF ENVIRONMENTAL QUALITY 

Post Office Box 97 
Sacaton. Arizona 85247 
(520) 562-2234 • Fax: (520) 562-2245 


FILE MEMO 


According to Walter Guggenheimer (EPA), Triangle Truss (GRI17) is closed and the EPA is not 
requiring any further action at this time. 


Contact Report between Janet Bollmann, GRIC and Walter Guggenheimer, EPA. May 19, 1997. 



